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makes it impossible to start the motor except with full excita-
tion, which is necessary lest the speed of the motor be too great.

Line.

This is effected by an interlocking arrangement, consisting of a
simple coil with a hinged armature, which carries a small short-

circuiting tip C.   This tip C is held against the posts A and B
by means of a spring, so that the whole of the resistance is
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